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E.O. 11652: N/A 
TAGS: UK, PFOR 

SUBJECT: PRIME MINISTER DENIES CIA INDUSTRIAL ESPIONAGE 

REE: LONDON 392 

PRIME MINISTER WILSON HAS TURNED DOWN A CALL FOR AN IN- 
VESTIGATION INTO ALLEGATIONS THAT CIA IS CONDUCTING IN- 
DUSTRIAL ESPIONAGE IN THE UK (REFTEL). IN A WRITTEN 
REPLY TO A QUESTION PUT DOWN IN THE HOUSE OF COMMONS, 
WILSON SAID HE HAD NO REASON TO BELIEVE THAT CIA HAD EN- 
GAGED OR WAS ENGAGING IN SUCH ACTIVITY. 
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